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A characteristic property of the umbrella type of antenna is the fact
that the current, while flowing up through the vertical risers, flows
down through the inclined radial wires. The current distribution in the
vertical part is about as shown by the heavy broken line curve on the

FIG. 191.

right side of Fig. 192, while in the inclined wires it is in general similar to
the curve on the left side of Fig. 192;* in fact these forms remain practi-
cally unchanged, whether the oscillations are at the natural frequency
or at a reduced frequency (increased wave-length) due to added coils.
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FIG. 192.

d. Comparing the various antennae as regards distance effect, the height
being ibhe same for all, the factors which enter for consideration are
[Art. 25]:

* The latter constructed by the method of Art. 25d.
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